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DIRECTOR OF CENTRAL INTELLIGENCE 


Security Committee 
SECOM- D- 390 


12 October 1978 


Mr. Raymond J. Brady, Director 

Division of Security 

Office of Administration 

United States Nuclear Regulatory Commission 
Washington, D.C. 20555 


Dear Mr. Brady: 


In keeping with your request of 5 October 1978, I have 
reviewed the material you provided and find no identifiable 
classified material in it. 


Accordingly, it is our opinion that the copy of the 
report titled "Generic Adversary Characteristics Summary 
Report", which we reviewed, does not warrant classification. 


Sincerely, 


XeCUTL 
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